REGISTER OF 

CLASSIFICATION DECISIONS 


Title of Publication: 

Planet Terror 

Other Known Title: 

Not Stated 

Format: 

DVD 

Director / Author: 

Robert Rodriguez 

Producer/Publisher: 

Quentin Tarantino, et al. 

Country of Origin: 

United States 

Language: 

English, Spanish, with English subtitles 

Applicant: 

The Film and Video Labelling Body Inc. 

Distributor: 

Roadshow Entertainment (NZ) Ltd 


Classification: Objectionable except if the availability of the 

publication is restricted to persons who have attained 
_ the age of 16 years. _ 

Descriptive Note: Graphic violence and offensive language. 

Display Conditions: Nil 

Date of entry in Register: 29 February 2008 

Date of direction to issue a label: 29 February 2008 
OFLCNo: 800196 


Unexcised version of publication: 



Components 


Menu: 

Play Film 

Resume Film 

Extras 

Scene Selection 

Setup 


Feature: 

Planet Terror 

101.14 
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Other timed components: 

Roadshow Entertainment Notice 

0.12 


Anti-Piracy Notice 

0.22 


Warning Notice 

0.12 


Roadshow Notice 

0.12 


Comic Con 2005 

23.34 

Other components: 

Play Film With Audio Commentary 


Total running time: 


125.46 


Excisions: No Excisions Recommended 

Reasons for excisions: 

Not Applicable 

Summary of reasons 
for classification: 

Not Applicable 
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